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Drawin Actual 
mii Tolerance Dimension ne aectlan iii 


0.50 
0.63 
1.00 
3.000 
1.000 
1.812 
0.906 
2.813 
0.50 
0.50 
1.84 
5.84 


Measured by: | Checked by: QC Inspector: 
Date: Date: Date 


| Engineering Approval: 
(If necessar 


Rev Date Change 
A 15.01.14 | New Issue 
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